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ADMINISTRATIVE - INTERNAL USE ONLY 
(This Notice Expires 30 January 1976) 


NOTICE NO. 
LN 20-170 


LN 20-170 
IE RSONNEL 
24 December 1975 


DESIGNATION OF ACTING DIRECTOR OF LOGISTICS 


During the temporary absence of Mr. Michael J. Malanick, 
Director of Logistics, for the period 29 December 1975 through 
2 January 1976, is designated Acting 

Director of Logistics. 


STATINTL 


fr. STATINTL 

michaei^^Tmalmick 

Director of Logistics 
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